82       DOCKETED ITEMS
8503040396 Forwards addl info in response to 850205 request re proposed Amend 64 to DPR-43,changing Tech Specs.EXEM/PWR models used in Rev I to Topical Rept XN-NF-84-31 provided.
HINTZ.D.C. Wisconsin Public Service Corp. 85/02/26. VARGA.S.A. Operating Reactors Branch 1. 19pp. 29179:339-29179:357.
8503050388 Forwards Rev  1  to drawing review for electrical interactions between safety-related & nonsafety-related equipment, originally submitted by 841017 Itr.Rev correlates justifications for continued operation per 10CFR50.49(i). HINTZ.D.C. Wisconsin Public Service Corp. 85/02/28. VARGA.S.A. Operating Reactors Branch 1. 17pp. 29206:341-29206:357.
8503050311 Forwards draft radiological effluent Tech Specs.per 850221 teicon.Final Tech Specs will be submitted by 850331.
HINTZ.D.C. Wisconsin Public Service Corp. 85/03/01. VARGA.S.A. Operating Reactors Branch 1. 1p. 29207:010-29207:074.
-8503050325 Draft radiological effluent Tech Specs Section 1, "Definitions," Section 71 8, "Specs & Surveillance Requirements," & Section 6, "Administrative Controls."
*  Wisconsin Public Service Corp. 85/02/19. 63pp. 29207:011-29207:074.
8503050490 Forwards Rev A to inservice testing plan.Changes include correction of typos.revs to tables & addition of some valves & relief requests. HINTZ,D.C. Wisconsin Public Service Corp. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29209:141-29209:172.
-8503050492 Rev A to inservice testing plan.
* Wisconsin Public Service Corp. 85/03/01. 30pp. 29209:143-29209:172.
8503190014 Accepts delay of upgrading reactor core exit thermocouples (T/C) to qualified sys until 1986 refueling outage.Delay caused by Westinghouse T/C connector & seal qualification test failure.
VARGA.S.A. Operating Reactors Branch 1. 85/03/07. HINTZ.D.C. Wisconsin Public Service Corp. 3pp. 29442:211-29442:213.
8503190528 Forwards addl info re response to Generic Ltr 83-28, "Required Actions Based on Generic Implications of Salem ATWS Events," per SA Varga 850204 request.
HINTZ.D.C. Wisconsin Public Service Corp. 85/03/14. VARGA.S.A. Operating Reactors Branch 1. 8pp. 29407:178-29407:185.
8503220096 Informs that util plans to submit request for exemption from requirements of App K to 10CFR50.46 re current height dependent peaking factor on 850329.Re-quest based on review of proposed Tech Spec Amend 64.Expeditious review requested.
HINTZ.D.C. Wisconsin Public Service Corp. 85/03/18. VARGA.S.A. Operating Reactors Branch 1. 1p. 29476:145-29476:145.
8503210418 Application for Amend 59A to License DPR-43,revising Tech Specs re control room ventilation sys.to correct unnecessary redundancy that could cause confusion.
GEISLER.C.W. Wisconsin Public Service Corp. 85/03/19. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29462:342-29462:347.
-8503210421 Proposed Tech Spec re control room ventilation sys, correcting redundancy that could cause confusion.
*  Wisconsin Public Service Corp. 85/03/19. 4pp. 29462:344-29462:347.
Q. Inspection reports, IE Bulletins & correspondence
8503120440 Forwards suppl to "Kewaunee Nuclear Power Plant 1984 Integrated Leak Rate Test Rept," as committed in uti! 841221 response to Insp Rept 50-305/84-19. HINTZ.D.C. Wisconsin Public Service Corp. 85/01/22. LITTLE.W.S. Region 3. Office of Director. 2pp. 29316:056-29316:064.
"8503120449 Suppl to "Kewaunee Nuclear Power Plant 1984 Integrated Leak Rate Test Rept,"
*  Wisconsin Public Service Corp. 84/08/20. 7pp. 29316:058-29316:064.
8503040199 Responds to NRC 850115 Itr re violations noted in insp Rept 50-305/84-21.Corrective actions:surveillance procedures which provide exercise timing tests being reviewed & revised to require timing from initiation of actuating signal. HINTZ.D.C. Wisconsin Public Service Corp. 85/02/14. LITTLE.W.S. Region 3, Office of Director. 4pp. 29183:243-29183:246.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503140013 Forwards Insp Rept 50-305/84-22 on 841217-85021 S.No noncompliance noted.
SHAFER.W.D. Region 3, Office of Director. 85/02/27. HINTZ.D.C. Wisconsin Public Service Corp. 1p. 29381:018-29381:024.
-8503140016 Insp Rept 50-305/84-22 on 841217-85021 S.No noncompliance or deviations noted.Major areas inspectedroperational safety, maint.surveillance & LERs, JACKIW.I.N. Region 3, Office of Director. 85/02/28. 6pp. 29381:019-29381:024.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481-085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480-233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list end.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503190436 Forwards addl info re second 10-yr inservice insp program for facility.per S Varga 850122 request.
HINTZ.D.C. Wisconsin Public Service Corp. 85/03/14. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 4pp. 29407:222-29407:225.
8503200330 Discusses insp on 841217-850115 & forwards notice of violation. KEPPLER.J.G. Region 3, Office of Director. 85/03/15. ZIEMER.P.D. Wisconsin Public Service Corp. 3pp. 29428:132-29428:136.
-8503200349 Notice of violation from insp on 841219-850115.Violation noted:plant operated for approx 9 h w/inoperable automatic interlock in safety injection pump sys.after Surviellance Test SP 35-147 completed. KEPPLERJ.G. Region 3, Office of Director. 85/03/15. 2pp. 29428:135-29428:136.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp  29495-120-29495:221.
R. Periodic operating reports & related correspondence
8503070252 "Kewaunee Nuclear Power Plant Annual Operating Rept,1984." W/850301 Itr.
HINTZ.D.C. Wisconsin Public Service Corp. 84/12/31. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 102pp. 29260:132-29260:234.
8503130441 "Annual Operating Rept.1984." W/850301 Itr.
* Wisconsin Public Service Corp. * Wisconsin Power & Light Co. * Madison Gas & Electric Co. 84/12/31. KEPPLERJ.G. Region 3, Office of Director. 53pp. 29335131-29335:233.
8503190710 Monthly operating rept for Feb 1985.W/850308 Itr. RUITER.G.H., HINTZ.D.C. Washington Public Power Supply System. 85/02/28. 5pp. 29449:008-29449:012.
S. Reportable occurrences, LERs & related correspondence
8503060838 LER 85-002-00:on 850125,seismic analysis for nonsafety- re'ated cftng section of containment integrated leak rate test penetration cou'd nc:' oe located.Design change will be completed during 1985 refueling shircownAV1653225 Itr.
PULEC.R.P., HINTZ.D.C. Wisconsin Public Service Corp. 85/02/24. 3pp. 29249-013-29249:015.
8503140493 LER 85-003-00:on 850208,reactor tripped.Caused by decrease in steam generator vol to low level alarm setpoints. Corrective action being investiqated.W/ 850308 Itr.
PULEC.R.P., HINTZ.D.C. Wisconsin Public Service Corp. 85/03/08. 3pp. 29377:319-29377:321.
8503250313 LER 85-004-00:on 850210.control room operator noticed reactor coolant pump 1B running.Caused by grounded condition in actuation circuitry due to water accumulation in pressure switch.Hardware mod fceirc; cva:..ntGc.IAY650ni5 :t-SCHROCK.CA,    HINTZ.D.C.   Wisconsin   Puohc   Service   Cora.    H5.'03'13    4po 29502:165-29502:168.                                                                       '
8503260037 LER 85-005-00:on 850211 .exhaust fan 1A of auxiliary bldg special ventilation sys found running.Caused by burnt out coil in solenoid valve controlling air to Zone SV exhaust filter 1A inlet damper.Valve replaced.W'850313 Itr. HOQPS.KA, HINTZ.D.C. Wisconsin Public San/ice Corp. 8u/C3",3. 3pp. 29517:227-29517:229.
8503250441 LER 85-006-00:on 850220,steam generator tube found incorrectly plugged.Possibly caused by misrnarked tube sheet. Template marked to identify tubes to be plugged.W/850315 Itr.
SMOKER.C., HINTZ.D.C. Wisconsin Public Service Corp. 85/03/15. 3pp. 29500*325-29500:327.
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F. Security, medical, emergency & fire protection plans
8503050175 Revised emergency plan implementing procedures/including Rev 31 to table of contents.Rev 4 to F3-17, "Core Damage Assessment" & Rev 3 to F3-22 "Prairie Island Radiation Protection Response to Monticello Emergency." W/850228 Itr. FEY.F.L Northern States Power Co. 85/02/28, 42pp. 29210:057-29210:100.
8503190673 Forwards safety evaluation of control room habitability study (NUREG-0737,ltern   lll.D.3.4)   concerning   toxic   gases  of   ammonia.hydrogen   chloride  & formaldehyde. Monitoring sys unnecessary .Training program required. MILLER.J.R. Operating Reactors Branch 3. 85/03/04. MUSOLF.D.M. Northern States Power Co. 3pp. 29444:227-29444:229.ear Reactor Regulation, Director. 5pp. 29384:341-29384:359.
